
ELECTRONIC EQUIPMENT AND 

ANDERSEN LABORATORIES, irfiELAY LINES FOB AEROSPACE 

AND INDUSTRIAL SYSTEMS 


12SO Blue Hills Ave. 
Bloomfield, Conn. 06002 












NEED MORE INFORMATION? 

Recently, you mailed us the reply card section of a mailing 
piece we had sent you. Your reply indicated an interest in 
one or more of our products, and possibly we can assist you 
with additional information. To indicate whether you have 
any further interest we would greatly appreciate it if you 
would check off the applicable blocks below, and place the 
postage paid portion of this card in the mail. Thank you 
very much. 


□ No application foreseen 

□ Future application possible 

□ Do not contact me 

□ Please contact me 

□ I am interested in the following: 


Name:_ 

Function or Title: 

Company:- 

Street:_ 


□ Radar Signal Processing 

□ Sonar Signal Processing 

□ Optical Signal Processing 

□ Electronic Counter Measures 

□ Radar Pulse Compression 

□ Altimeter Range Markers 

□ Digital Memories 

□ Phased Arrays 

□ Encoders and Decoders 


City:- 

Comments: 


State: 




Type of 
Delay Line 

□ Ultrasonic Quartz 

□ Di spersive 

□ Electromagnetic 

□ r Macjnetostrictive 

□ * Digital Glass 

□ - Microwave 













NEED MORE INFORMATION? 

send in the postage paid reply card 





FIRST CLASS 

PERMIT NO. 117 

BLOOMFIELD, CONN. 

BUSINESS REPLY CARD 

NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 

= 


POSTAGE WILL BE PAID BY: 

ANDERSEN LABORATORIES, INC. 
1280 BLUE HILLS AVENUE 
BLOOMFIELD, CONN. 06002 















